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Exhibit No: 58.16 To Contract; ——_HF-CT-692 
Date: _.... June 2, 195 = 
From: The Firewel Company, Inc, 
(Contractor) 
Tc 25X1A9a 


(Contracting Officer) 


_ | a 


Item - Part : 
= lature ty. Prices . 
1 : S621BL Pressure Suit for #163 2 First Suit $1,170.14 ~ 
: Second Suit 511.48 E 
* | TOTAL $1,681.62 * 
2 S647D Gloves, Partial Pressure . 4 First Pair $$66,25 . 
, for #163 ; 3 Pair @ $54.95 164.85 


TOTAL 231,10 


Delivery: As Soon As Possible 


a: SNR rE RMN ARN eC A RR RRR A OT PE AERO RORR NNR AN Ata rite MINOR Mn KEHIMONNG IM ge + mw ee een eee oe 


Prices are fair and reasonable and this 
Exhibib is hereby approved, 


$1,912.72 
Contractor warrants nrices conform to the 
25X1A9a Price formula in effect on date of this 
Exhibit. 
._ SIE) —— 
(Contracting Officer) 25X1A5al 


18 December 1958 SIGNED: 
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